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SUBJECT: GOP REQUEST FOR INFORMATION RE COAL FIRED POWER PLANT 

1. EMBASSY RECEIVED LETTER FROM EXECUTIVE SECRETARY MELCHOR 
REQUESTING INFORMATION CONCERNING PRICES, DELIVERY DATES 
AND POSSIBLE FINANCIAL ASSISTANCE FOR 50 MEGAWATT COAL FIRED 
THERMAL POWER PLANT. 

2. SPECIFICATIONS AS PROVIDED BY GOP ARE: 

A. ELECTRICAL AND MECHANICAL EQUIPMENT AND ACCESSORIES 
WITH 69/1 15 KV TAKEOFF SUBSTATION AND TRANSFORMERS. 

B. NOMINAL PLANT RATING 50 MW WITH MAXIMUM CAPABI- 
LITY OF 55 MW ATTAINED BY CUTTING OFF THE HP HEATER, 

C. BOILER TYPE AND OPERATING CONDITION: 

PULVERIZED COAL SEMI-OUTDOOR WITH NON-REHEAT NATURAL 
CIRCULATION RADIANT-TYPE PRESSURIZED FURNANCE, 

D. BOILER STEAMING CAPACITY OF 5 PERCENT MORE THAN 
TURBINE REQUIREMENT AT WORST CONDITION, 

E. TURBINE TYPE AND OPERATING CONDITION: REGENE- 
RATIVE CONDENSING TYPE DIRECTLY COUPLED TO HYDROGEN COOLED 
GENERATOR WITH RATED OUTPUT OF 50 MW; GENERATOR TERMINALS 
3600 RPM WITH 85 PERCENT POWER FACTOR LAGGING 13800 VOLTS, 

60 CYCLERS. 

F. STEAM CONDITION AT TURBINE INLET: PRESSURE 

102 KG/SQ.CM.; TEMPERATURE, 525 C CONDENSER VACUUM 700 
MM HG SEA WATER, COOLING WATER AVAILABLE AT 29.5 C, FIVE 
FEEDWATER HEATERS, WITH FINAL FEEDWATER TEMPERATURE OF 
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G. COAL HANDLING, CRUSHING, PULVERIZING, AND 
ASH DISPOSAL EQUIPMENT, 

H. FUEL DATA: COAL PROXIMATE ANALYSIS VOLATILE 
MATTER - 39.6 PERCENT. 

ACTION REQUESTED: WOULD APPRECIATE COMMERCE 

PROVIDING REQUESTED INFORMATION TO EMBASSY FOR TRANSMITTAL 

TO GOP. 

SULLIVAN 
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